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O/OTE 

1026 Cofe 


STAT 


2211 21 February 1984 


CMS/DDA 
7D18, HQS. 


Ernie: 

As you are aware, we are just 
now solving our negative headroom 
situation at the GS-15 level and 
really cannot accommodate lateral o I Al 

entries of officers as senior as 
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